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IMTRODUCTION 


Thia  volume  of  the  !IM(ADC)820  Series  contains  the  official  SAOE  unlque-to-slte 
environmental  data  euid  equipment  assignments  vhlch  are  to  he  used  In  adapting' 
Model  9  computer  programs  and  in  Simplex  Data  Distribution  Uhlt  -texmlnal 
assignments  for  the  Minot  Air  Defense  Sector.  Certed.n  adaptation  da-ta  such  as 
facility  locations,  characteristics,  and  other  rela-bed  data  vhlch  apply  to 
all  sectors.  Is  presented  In  'volumes  3  throu^^h  7  of  this  IM  series.  The 
reader  Is  referred  to  Volume  0  of  this  series,  for  a  detailed  list  of  con-tents 
of  all  volunes. 

SAQB  Unique -to-Slte  Equipment  Reviev  (USER)  Ooanlttee  signatures  appear  on 
page  5  of  this  doctssent,  with  Initials  Indicating  approval,  concurrence  or 
review,  as  appropriate. 

ADGM  55-32  currently  defines  adaptation  data  m  being  of  two  categories: 

1)  ADC  Controlled  Data;  and  2)  Field  Controlled  Data.  A  portion  of  ‘this 
dociaent  Is  ADC  Controlled  Data  and  therefore  constitutes  a  reason  for  the 
ADC  Foreword  page  and  NORAD  Preface  page  authorising  -the  use  of  this  data. 
Howe-ver,  since  this  document  also  contains  Field  Con-trolled  Data,  e.g. : 
"Tlmes-2''  display  data;  Manual  Input  data;  e-tc.  It  is  ncted  here  -that  -the 
aforementioned  mill tazy  praface  and  foreword  page  do  not  in  any  way  usurp 
-the  position  of  the  Division  and  Sector  Ccnamnders  as  delega-ted  in  ADGM 
55-32,  but  Ins-tead  reflect  recognition  of  data  forwarded  by  -those  Coemanders 
to  SDC. 

Discrepancies  noticed  in  any  part  of  this  document  by  SDC  on-si-te  programnlng 
-teams  should  be  forwarded  -to  -the  authors  utilizing  current  established  pro¬ 
cedures.  Revisions  to  this  doctssent  -will  be  published  as  data  changes  occur 
or  tdien  practiced.  Changes  to  previous  data  will  be  Indicated  by  use  of  a 
"  >'  "  next  to  -the  data  chemge. 
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1.0  SECTOR  POSITIONAL  DATA 


SECTOR  -  MINOT 

REGION  -  29TH  AMP  NO.  004 


1.1 

SECTOR 

PROGRAM 

BOUNDARIES 

1.1. 

1  MODE 

1 

BOUNDARY 

REF 

LATITUDE 

LONGITUDE 

01 

055  00  00 

100 

00 

00 

02 

046  30  00 

100 

00 

00 

03 

043  30  00 

lOi 

30 

00 

04 

043  45  00 

105 

00 

00 

05 

043  50  00 

107 

45 

00 

06 

045  20  00 

107 

45 

00 

07 

055  00  00 

107 

45 

CO 

08 

OPEN  TO  NORTH 

1.1. 

2  MODE 

11 

BOUNDARIES 

MODE  IIA  - 

GRAND  FORKS 

MODE  IIB  - 

GREAT  FALLS 

REF 

LATITUDE 

LONGITUDE 

REF 

LATITUDE 

LONGI TUOE 

01 

055  00 

00 

098 

00 

00 

01 

055  00  00 

100 

00 

00 

02 

043  30 

00 

098 

00 

00 

02 

046  30  00 

100 

00 

CO 

03 

043  30 

00 

100 

30 

00 

03 

043  30  00 

101 

30 

00 

04 

043  30 

00 

101 

30 

00 

04 

043  45  00 

105 

00 

00 

05 

043  45 

00 

105 

00 

00 

05 

043  50  00 

107 

45 

00 

06 

043  50 

00 

107 

45 

00 

06 

045  20  00 

107 

45 

00 

07 

045  20 

00 

107 

45 

00 

07 

045  20  00 

113 

00 

00 

08 

055  00 

00 

107 

45 

00 

08 

055  00  00 

1 13 

00 

00 

09 

OPEN  TO 

NORTH 

09 

OPEN  TO  NORTH 

1.2 

MAJOR 

WORLD  GEOREFS  SURROUNDING  XI 

1  AREA 

SWITCH 

SWITCH 

SWITCH 

CODE 

GEOREF 

CODE 

GEOREF 

CODE 

GEOREF 

I 

EJ 

4 

FJ 

7 

GJ 

2 

EK 

5 

FK 

8 

GK 

3 

EL 

6 

FL 

9 

GL 

(' 


H 


22  KARCH  1963 

8 

TMUDC1820/293/00A 

1.3  ADJACENT 

automatic  and 

MANUAL 

SECTORS 

C>  AUTOMATIC 

auto 

SECTOR 

MAN 

MANUAL 

SECTOR 

LTR. 

REF. NO. 

d/l 

AMP 

SWITCH 

LTR. 

SECTOR 

NAME 

DSG. 

(EQ.IO. 1 

TIED 

NO. 

CODE 

DSG. 

NAME  •• 

CHICAGO 

K 

10 

007 

0  • 

1 

2 

3 

LV 

DENVER,  COLO 

SIOUX  CITY 

L 

4 

YES 

022 

4 

RENO 

X 

5 

YES 

016 

5 

DULUTH 

U 

5 

010 

6 

GREAT  FALLS 

A 

7 

YES 

020 

7 

GRAND  FORKS 

T 

8 

YES 

on 

8 

SPOKANE 

Y 

9 

015 

9 

•SWITCH  NO.  0  ON  10PB  MODULES  AND  SWITCH  NO.  10  ON  ISPB  MODULES 
••ONLY  MCC'S  WITH  DC  TTY  OUTPUT  ARE  INDICATED 


1.4 

LAND  SEA  LINES  -  NONE 

1.5 

AIR  DEFENSE  IDENTIFICATION  ZONE  - 

AOIZ/CAOIZ 

REF 

LATITUDE 

LONGITUDE 

01 

CADIZ 

049  00  00 

113 

00 

00 

02 

049  00  00 

100 

00 

00 

03 

050  00  00 

098 

00 

00 

1.6 

SECTOR  MINIMUM  ENROUTE  ALTITUDE. 

13000  FEET 

1.7 

TACAN  TRANSMITTER  NEAREST  SECTOR 

CENTER 

LATITUDE  LONGITUDE 


048  25  00 


106  31  00 
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6.6  LATERAL-TELL  ROUTING  TABLE  -  FIRST  STOP 


SECTOR 

OSG 


SECTOR  REFERENCE  NUMBER 
1ST  2NO  3RD  4TH 

ROUTE  ROUTE  ROUTE  ROUTE 


5TH 

ROUTE 


1 

2 

3 

U 

5 

6 

7 

8 
9 

10 
1  1 
12 

13 

14 

15 

16 

17 

18 

19 

20 
21 
22 

23 

24 

25 

26 

27 

28 

29 

30 

31 


8  4 

8 


7  5 

5 


7 

4 


7.0  MANUAL  INPUTS 


SSR 

55-20 

NO. 

NAME/IOENT 

TYPE 

OESIG 

01 

29TH  CC 

MCC 

LT 

02 

C-36 

HOC 

AQ 

03 

MSS-1 

MDC 

iJL 

04 

BIRO 

HCL 

HB 

05 

CRANBERRY  PORT. 

MCL 

HC 

06 

DAWSON  CREEK 

MCL 

HO 

07 

08 

STONEY  MT 

MCL 

HS 

SSR  55-20 

NO.  NAHE/IDENT  TYPE  OESIG 

10 
1  1 
12 

13 

14 

15 

16 
17 
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WECO  -  Santa  Monica  (room  3311B) 

PIR-A  #5  IBl  -  Kingston  (6  and  1  vellum) 

IB4  -  Santa  Monica  (room  3311A) 

PIR-A  #31  ADC-CCDSO  (3) 

AD4SY 

PIR-A  #36  ADC-DIV  SEC  HQ 
29th  DIV  HQ 
MIADS  READS 
GRADS 
SCADS 
GFADS 


PIR-A  #4l  ADC  HQ  and  NORAD 

ADOAC— EE  (Mr.  R.  W.  Carvill) 
ADOOP-E 

PIR-A  #48  HQ  ESD 

ESSGL  416L  SPO 


APASTO 

AD8CP-E 

AD8CP-T 


RCAF 

Air  Officer  Commanding,  ADC  HQ  (3) 

RCAF  Station 

St. Hubert,  Quebec,  Canada 

F/Lt  G.  R.  Todd,  RCAF 
Santa  Monica,  California 

Chief  of  Air  Staff  AF  HQ,  ATTN;  DROP/RDP  3 
Ottawa,  Ontario,  Canada 


SYSTEM  DEVELOIMENT  CORPORATION 


USG  Sec  2  (3) 

43*^5 

USO  DAS  (6) 

4365 

PPB  SSG  System  Data  (2)  20157 

STB  SSG  Run  Designer 

4770 
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